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1971 
Parts Price 
List 


Effective June 1, 1971 


& >) Scully 


6-1-71 


TO; All Scully Customers 
FROM: Robert Berliner, Mgr. Engineering Services 
SUBJECT: 1971 Parts/Price List 


Enclosed you will find the 1971 Scully Parts/Price list, effective June 1, 1971. 
All previous Price lists are obsolete, and should be discarded. 


It is most important when pricing parts, that you follow the price list to the 
final part number indicated. Using the latest Scully part numbers will ex- 
pedite your order. 


ww Prices shown are list per unit. All items are FOB Bridgeport, Connecticut. 
All prices are subject to change without notice. 


Additional copies of the Parts/Price list may be obtained upon request. Please 
feel free to contact me for price and delivery of any parts not included in this 
price list. 


Scully Recording Instruments Company, 480 Bunnell Street, Bridgeport, Connecticut 06607 (203) 335-5146 A Division of Dictaphone Corporation 


HEAD ASSEMBLIES 


Model 
270 
270-1 
270-2 
270-4 
270-44 


280 


284 


NOTE: 


€ 


SCULLY QUICK REFERENCE COMPONENT LIST 


Description Complete Assy 
1/4", FT 
1f2.T 
or 
Qtr T 
1/4", 4T 
1/4", FT 502010000-01 $ 290 
1/2°T -02 345 
20 -03 345 
Qtr T -04 345 
Lf2", 3 'T -05 790 
4T -06 870 
1/4", 4T -07 545 
1/4", FT PB 503010000-01 145 
1/2 'T PB -02 195 
2 T PB -03 195 
Qtr T PB ~04 195 
Lf{2", &T PB -05 310 
4 T PB -06 360 
1”; %$sT 504010000-01 1,820 
12T -02 3,100 
i”, @2 -03 1,600 
1/2", 4 T in 1" Mount -04 1,050 
1", 4T PB 505010000-04 460 
1”; &T PB -08 820 
121 PE “12 1,200 


Erase Stack Assy 


502230000-01 $ 85 


-02 
-03 
-04 
-05 
-06 


504230000-01 
-02 
-03 
-04 


105 
105 
105 
240 
268 


580 
895 


310 


Record Stack Assy 


502240000-01 $ 85 


-02 
-03) 
-04 
-05 
-06 


504240000-01 
-02 
-03 
-04 


105 
105 
105 
240 
268 


545 
860 


310 


PB Stack Assy 


501250000-01 $ 75 


-02 
-03 
-04 
-05 


502250000-01 
-02 
=03 
-04 
-05 
-06 


504250000-01 
-02 
-03 
-04 


(PB) Playback only Head Assemblies are complete with Head Bridge, Dummy Heads & Scrape Filter. 


When replacing a Lipps head on older Model 270 series refer to page 30. For Model 280 series, refer to page 30. 
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105 
105 
105 
150 


85 
105 
105 
105 
240 
268 


545 
860 


310 


¢ 


SCULLY QUICK REFERENCE COMPONENT LIST (Cont. ) 


HEAD ASSEMBLIES (Cont.) 


Model 


288 


100 


NOTE: 


Description Complete Assy 


1/4-1/2" Dummy 
Heads #502010111 
1" Dummy Heads #504010111 


1", 8 Track 508010000-01 $ 2050 
in 2" head bridge 


1", 12 Track 508010000-02 3500 
in 2" head bridge 


2", 16 Track 508010000-03 4200 


(288-16B) 


1", 8 Track (Playback only) 
in 2" head bridge 


1", 12 Track (Playback only) 
2", 16 Track (Playback only) 


1", 8 Track 101010000-08 1380 
in 2" head bridge 


1*, 12 Track 101010000-12 1780 
in 2" head bridge 


2", 16 Track 101010000-16 2480 


Erase Stack Assy Record Stack Assy 


@ $10.00 
@ 15.00 


508230000-01 $ 650 508240000-01 $ 610 


508230000-02 1150 508240000-02 1040 
508230000-03 1330 508240000-03 1330 


508010000-05 920 


508010000-06 1350 


508010000-07 1740 


16 Track to 8 Track Conversion Kit catalog #50801200 includes 8 Track head assy mtd. 


in 2" head bridge. All spacers for reel size conversion, packaged in walnut storage case. 


16 Track to 12 Track Conversion Kit catalog #508012000-01 as per above for 12 Track. 


PB Stack Assy 


508250000-01 $ 610 


508250000-02 1040 


508250000-03 1250 


$ 2360 


3680 
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CAPSTAN MOTORS 


Model Hz 
270 60 
50 


275/280 60 


(1/4 & 1/2") 
50 
284 60 
50 


288/100 60 


PRESSURE ROLLERS 


Tape Size 


1/4" 
1/2 ™ 
l a¢ 
2 Lal 


SCULLY QUICK REFERENCE COMPONENT LIST (Cont. ) 


3-3/4 - 7-1/2 ips 


501050700-01 $175 


501050700-40 
501050700-05 
502050600-01 
502050600 - 26 
502050600-40 


502050600-05 
502050600-25 


Complete Assembly (with cap & shaft) 


501050200 
502050200 
504050200 


175 
225 
170 
155 
170 


225 
250 


¢ 


7-1/2 - 15 ips 


501050700-02 


501050700-04 


502050600-02 
502050600-18 
502050600-36 


502050600-04 
502050600-17 
502050600-35 


504050600-15 
504050600-43 


504050600-10 
504050600-38 


$31.50 
33.50 
45.00 


$175 


225 


170 
250 
170 


225 
250 
225 


230 
230 


320 
320 


15-30 ips 


502050600-07 


504050600-08 
504050600-37 


504050600-16 
504050600-41 


508050600-44 
508050600-47 


Service Replacement 


$29.00 
31.50 
40.00 
75.00 


501050200-01 
502050200-01 
504050200-01 
508050200 


$ 225 


230 
230 


320 
320 


280 
340 


Ref. Page 29 for com- 
plete description of 
270 motors. 


Ref. Page 34 for com- 
plete description of 
280 motors. 


Ref. Page 41] for com- 
plete description of 
284 motors. 


Ref. Page 46 for com- 
plete description of 
288 motors. 
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SCULLY QUICK REFERENCE COMPONENT LIST (Cont. ) 


HEAD BRIDGE ASSEMBLY (Supplied w/Guides, Mtg. Block, MU Metal Shield, but Less Scrape Filter) 


1/4", F.T. 502010100-02 $60 
1f4", 2 T 502010100 63 
if2", 47 502010100-01 66 
1s 8, 12T 504010100 90 


ADJUSTABLE GUIDES 


Supply Takeup 
1/2” = 1/2" 502030400 ($40.00) 502030400 ($40.00) 
1" - Convertible guide assy. * 504030300-01 ($75.00) 504160400 ($65.00) 
1/2" Spacer 504030401-01 ($25.00) 


PRINTED CIRCUIT CARDS 


Playback Card, Model 566 (270, early 280) Cat. 501110100 $ 85.00 


Bias Oscillator Card 502110700 95.00 
Record Card 502110800 80.00 
Playback Card, Model 368 (280, 284) 502111000 85.00 
PC Card, 3 Watt amp (275) 503112000 85.00 
Bias /Osc Regulator (100) 101110700 150.00 
Rec/Play (100) 101110800 200.00 
Bias Amplifier (100) 101111000 110.00 


SCRAPE FILTER ASSEMBLY 


1/4" - 1/2" (Manual 260, 280, 275 with Gear) Cat. 502010300 $ 44,00 
1/4" - 1/2" (280, SP/14/280) 502010300-01 42.00 
1" (284) 504010300-01 47.50 


*NOTE: The 504030300-01 guide is an improved model of the snubbing post used on earlier 284 machines. The 504030400 
adjustable guide ($65.00) may still be obtained; however, stock is limited. 
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SCULLY QUICK REFERENCE COMPONENT LIST (Cont. ) 


CONSOLES 
Model 
275 


280 


280/SP-14 


284 


PORTABLE CARRYING CASES 
Model 


280 


284 


Tracks 


lor 2 


Tracks 
1-2 
3-4 


8 


€ 


Scully Part Number 


503400900 


502400100 
502400200 


502400200-10 (Dolby Modified) 


502400300 
502400400 


502400400-10(Dolby Modified) 


502400500 
502400600 
502400800 


504400400 


504400800 
504401200 


502500000 


502500000-01 


502500000-02 


Price 


$ 260. 


280. 
320. 
360. 
360. 
380. 
420. 


450. 
470. 
520. 


360. 


530. 
O73). 


260. 
350. 


640. 


00 


00 
00 
00 
00 
00 
00 


00 
00 
00 


00 


00 
00 


00 
00 


00 
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SCULLY QUICK REFERENCE COMPONENT LIST (Cont. ) 


INTERCONNECTING CABLES 


1/2 or Full Track 
2 Track 

3 Track 

4 Track 

8 Track 

12 Track 


MACHINE CONVERSION 


From Ce 
280 (full track) 280-1 (half track) 
280 (full track) 280-2 (two track) 
280-2 (two track) 280-4 (four track) 
284-8 (eight track) 284-4 (four track) 


Scully Part Number Price 
502140000-01 $ 62.00 
502140000-02 90.00 
502140000-03 102.00 
502140000-04 150.00 
504140000-08 400.00 
504140000-12 675.00 


ADDITIONAL COMPONENTS REQUIRED 


502010000-02 1/2T Head Assy $ 345.00 

502010000-03 2T Head Assy 345.00 

502140000-02 2T Cable Assy 90.00 

502110000- Amplifier Assy 

Refer to page 36 for dash number and price 

502400101 Single amp housing 45.00 

(above only for console mount) 

502010000-06 4T Head Assy 870.00 

502140000-04 4T Cable Assy 150. 00 

502110000 Amplifier Assy 

Refer to page 36 for P/N and price 

502050200 1/2" Pressure roller 33.50 
(2)502030400 1/4-1/2" Adjustable guide 40.00 
(2)502400101 Amp housing 45.00 

(above only for console mount) 

504010000-04 4T 1/2" Head Assy 1050.00 

504030300-01 Convertible guide 75.00 

504030401-01 1/2" Guide spacer 25..00 

504160400 Adjustable guide 65.00 
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SCULLY COMPONENT PRICE SCHEDULE 


Additional Console Components Scully Part Number Price 
Model 280 Console Riser 502400001 $ 19.00 
Model 280 Console Cap 502400102 15. 50 
Mtg. Bracket Assy - Deck 502403000 15,00 
Mtg. Bracket Assy - Amp 502404000 6.00 
280 Single amp housing 502400101 45. 00 
Caster Assy - 280 Console 502402000 18.00 


280 Blank Front Panel 502110101-63 19.00 
Accessories 

Extender, oscillator card 502111200 22.00 
Extender, record card 502111300 22.00 
Extender, playback card 502111400 22.00 
Head storage case, 1/4" - 1" 502700000 45.00 
Instruction Manual Model 270 000501000 12.50 
Instruction Manual Model 280 000502000 12.50 
Instruction Manual Model 284 000504000 12.50 
Instruction Manual SyncMaster 000504210 5. 00 
Instruction Manual Model 100 000100000 18.00 
Alignment Tool 061008276 1.20) 
Allen Wrench Set 061000605 1.35 
Lubricating Oil (2 0z) 082000001 1.45 
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OBSOLETE PART NUMBER CONVERSION LIST 


Part Number 


001-405-126 use 015046126 
001-505-126 use 015056126 
002-400-085 use 002040085 
003-221-144 use 003900114 
003-400-064 use 002050074 
005-103-044 use 005103044 
005-104-044 use 005104044 
006-103-004 use 006103025 
006-105-004 use 006105025 
006-201-004 use 006201025 
006-502-004 use 006102025 
006-502-044 use 009502034 
007-102/502-004 use 007 252502 
012-108-136 use 012108076 
015-400-124 use 015046126 
015-500-124 use 015056126 
019-103-106 use 017803106 
020-100-001 use 020100001 
020-100-002 use 020100002 
020-301-001 use 020301001 
020-301-002 use 020301002 
020-302-002 use 020304001 
020-302-701 use 902110701 
020-302-702 use 502110702 
020-304-001 use 020304001 
021-13-03-04 use 023130304 
022-11-01-01 use 502230000-01 
002-11-02-01 use 502230000-03 
022-12-03-01 use 502230000-05 
022-12-04-01 use 502230000-06 
022-13-08-91 use 504230000-061 
022-13-12-01 use 504230000-02 
022-21-01-01 use 502240000-01 
022-21-02-01 use 502240000-03 
022-22-03-01 use 502240000-05 
022-22-04-01 use 502240000-06 
022-23-08-01 use 504240000-01 
022-23-12-01 use 504240000-02 
022-31-01-01 use 502250000-02 (-01) 
022-31-01-04 use 501250000-02 
022-31-02-01 use 902250000-03 (2 Track 
1/4" 280) 
or 502250000-04 (Qtr Track 
1/4" 280) 
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OBSOLETE PART NUMBER CONVERSION LIST (Cont. ) 


Part Number 


or 501250000-03 (2 Track 
1/4" 270)* 
022-31-02-02 use 501250000-04 
022-32-03-01 use 502250000-05 
022-32-04-01 use 502250000-06 
022-33-08-01 use 504 250000-01 
022-33-12-01 use 504250000-02 
023-13-03-04 use 023130304 
023-13-03-06 use 023130306-01 
023-13-31-02 use 023130306-01 (Relay 
DPDT) 
023-13-33-01 use 023130303 
024-23-63-01 use 023230306 
026-13-00-01 use 026130001 
026-13-00-02 use 502060200 (Solenoid) and 
502060405 (Plunger) 
026-13-00-03 use 502050500 (Solenoid) and 
501050307 (Plunger) 
026-13-00-04 use 501040500 
026-13-00-12 use 502060200 
026-13-14-05 use 50410405-01 
026-13-14-43 use 026131443 To update, re- 
fer to Factory 
(FEB 210) 
026-13-14-87 use 502050500 
027-0301 -00 use 027286901 
037-1183-01 use 027118301 
027 -2270-00 use 027227005 
028-103-000 use 028204483 
028-107-001 use 028207342 
028-205-000 use 028207342 
028-206-001 use 028403594 
028-401-000 use 028402018 
028-402-000 use 028403594 
028-501-001 use 028303261 
030-102-003 use 030202011 
030-102-004 use 504070307 
030-102-228 use 030202022 
030-103-003 (284) use 030203041 


*If replacing a Lipps Head, advise factory so that new mounting block 
can be supplied. 
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Part Number 


030-103-003 (280) use 030203023 
030-103-004 use 030203021 
030-104-001 use 502111600 
030-104-006 use 046010004 
030-108-001 use 030104041 
030-108-002 use 030104021 
030-202-001 use 030202011 
030-203-001 use 030203012 
030-203-002 use 030203611 
035-02-03-00 use 035080332 
035-02-1501 use 035021401 
035-02-2201 use 035022201 
040-010-001 use 501060100 
041-01-00-01 use 502050600 (-01, -05) 
041-01-00-02 use 502050600 (-02, -04, 
“17, =18) 
041-01-00-08 use 504050600-08 
041-01-00-10 use 504050600-10 
041-01-00-15 use 504050600-15 
040-01-00-16 use 504060100 
041-01-00-16 use 504050600-16 
044-001 use 044000001 
045-01-00-01 use 045011822 (or 045011828) 
045-01-00-02 use 045011822 
045-01-00-05 use 045010335 
046-01-00-03 use 046010003 
046-01-00-02 use 046010002 
046-01-00-04 use 046010004 
046-03-00-01 use 046034101 (Red) 
046034102 (Black) 
080-31-10-35 use 080031035-08 
080-47-62-25 use 080036225-03 
080-83-50-31 use 080075031 
080-218-000 use 085021001 
081-00-37-25 use 081345037 
081-00-50-37 use 081345037 
501-00-01-02 use 501000102 
501-00-02-00 use 501000201 
901 -00-02-09 use 501000209 
501-00-03-00 use 501000300 
501-02-00-00 use 501020200 
501-03-00-00 use 501030100 (-10, -11) 
501-03-02-00 use 501030200 


OBSOLETE PART NUMBER CONVERSION LIST (Cont. ) 
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OBSOLETE PART NUMBER CONVERSION LIST (Cont. ) 


Part Number 


501-03-02-01 


use 
501-03-04-00 use 
501-04-03-00 use 
501-04-04-00 use 
501-04-04-03 use 
501-04-04-04 use 
501-05-00-00 use 
501-05-00-03 use 
501-05-02-00 use 
501-05-10-00 use 
501-06-00-00 use 
501-06-01-00 use 
501-06-02-00 use 
501-06-03-00 use 
501-06-05-00 use 
501-06-10-02 use 
501-10-00-00 use 
501-11-00-00 use 
501-11-00-10 use 
501-11-01-00 use 
501-11-01-00 (E) use 
501-11-08-00 use 
501-11-08-00 (E) use 
501-11-10-00 use 
501-11-20-00 use 
501-11-40-00 use 
501-13-01-02 use 
502-01 -00-00 use 
502-01-01-00 use 
502-01-01-02 use 
502-01-01-20 use 
502-01 -02-00 use 
502-01-03-00 use 
502-01-03-00 use 
502 -01-03-00 (A) use 
502-01 -04-00 use 
502-01-04-00 use 
502-01-04-00 (B) use 


501030302 

501030400 

501040300 

501040400 

501040403-01 

501040300 

501050700 (-01 thru -31) 

502050003-01 

501050200 (& -01) 

501050700 

501060000-02 

501060100 

502060200 

502060300 

502060500 

501060002 

501100000 

501110000 (& -01) 

501110100 

501110100 

502111400 

502111300 

502110800 

501110000-22 

501110000-02 

501110000-04 

501000102 

502100000 (-01, -02) 

502010000-01 

502010102-01 

502010104-01 

502010000-03 (-04) 

502010000-05 (Head 
Assy) 

502010300 (Scrape Filter) 

502010300-01 

502010000-06 

502010430-01 (#1544 Sol- 
enoid) and, 

502010413-02 (Plunger) 

502010400 (A) 
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OBSOLETE PART NUMBER CONVERSION LIST (Cont. ) 


Part Number 


502-01-04-01 (A) 
502-03-00-00 
502-03-04-00 
502-05-02-00 
502-05-10-00 
502-06-00-00 
502-07 -00-00 
502-11-07-00 
502-11-07-00 (E) 
502-11-07-20 
502-11-08-00 
502-11-08-00°(E) 
502-11-10-00 
502-12-00-00 
502-12-00-00 (A) 
502-14-00-00 


502-14-01-00 


502-14-20-00 


502-110-700 

502-110-800 

502-111-000 

503-11-01-00 
504-01-04-04 
504-01-04-05 
504-01-04-06 
504-01-04-10 
504-01-04-24 
504-01-04-25 
504-01-06-00 


use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 


use 


use 


use 
use 
use 
use 
use 
use 
use 
use 
use 
use 
use 


077031250 
502030000-01 
502030400 


501050200 (and -01) 


502050200-01 
502060000-02 
502160100 
502110700 
502111200 
021020315 
502110800 
502111300 
502111500 
502120000-02 
502120000-02 


502140000-01 (Specify 


whether old 
or new 
style cable 
is req'd.) 


502140000-02 (Specify 


whether old 


or new 
style cable 
is req'd.) 

502140000-03 (Specify 
whether old 
or new 
style cable 
is req'd.) 

502110700 

502110800 

501110100 

503112000 


504010404-01 
502010405-01 
502010406-01 
502010407 -01 
077031250 
077031250 
504010600 
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OBSOLETE PART NUMBER CONVERSION LIST (Cont. ) 


Part Number 


504-01-07-08 use 502010408-02 
504-01-07-11 use 50410411-02 
504-01-07-15 use 078010100 
504-01 -07-24 use 077031250 
504-01-07-25 use 077031250 
504-03 -00~-00 use 504030000 (Not inter- 
changeable 
with older 
unit) 
504-03-01-01 No longer available, 
contact factory 
504-03-02-02 use 504030202 
504-05-00-00 use 504050200 
504-05-01-01 use 504050100 
504-05-02-00 use 504050200-01 


504-05-02-02 use 504050200-01 
504-05-02-03 use 504050203 
504-05-03-05 use 502050305 
504-05-04-00 use 504050400 
504-06-04-00 use 502060400 
504-06-06-00 use 504060600 
504-07 -00-00 use 504070000 
504 - 16-00-00 use 504160000 
504-16-01-04 use 504160104 
504-16-01-05 use 504160105 
504-16-02-01 use 504160201 
504-16-02-04 use 079030001 
504-16-02-10 use 077011500 
504-16-02-11 use 077011500 
801-06-00-00 use 501060700 
801-06-00-01 use 504060600 
801-06-00-02 use 501060702 
801-06-01-03 use 501060803 
801-06-02-00 use 501060900 
801-06-02-01 use 501060900 
801-06-02-02 use 501060902 
803-06-00-00 use 501061000 
804-00-00-00 use 501060700 
804 -00-01-00 use 046040004 
804 -00-02-00 use 046040003 
804 -06-00-00 Not available as assem- 


bly, contact factory 
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OBSOLETE PART NUMBER CONVERSION LIST (Cont. ) 


Part Number 


901-00-00-00 
902-00-00-00 
905-00-00-00 
950-00-00-00 
955-00-00-00 


use 
use 
use 
use 
use 


502400200 (-01, -10) 
502400400 (-01) 
502400600 
502500000 
502500000-01 
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Part Number 


000100000 
000500901 
000501000 
000502000 
000504000 
000504210 
000506000 
000508000 
000508260 


001100034 
001101023 
001101024 
001102023 
001102024 
001102183 
001103024 
001104024 
001104172 
001105172 
001122023 
001151024 
001151034 
001152023 
001152024 
001153024 
001153044 
001181024 
001182024 
001221023 
001221024 
001221172 


001221999-01 


001222023 
001222024 
001223024 
001224024 
001225024 
001270023 
001271023 
001271024 
001271044 
001272023 


SCULLY PARTS/PRICE LIST 


Description 


Instruction Manual, Model 100 
Instruction Manual, CC-8 
Instruction Manual, Model 270 
Instruction Manual, Model 280 
Instruction Manual, Model 284 
Instruction Manual, Sync/Master 
Instruction Manual, Model 260 
Instruction Manual, Model 288 
Instruction Manual, Index/Master 


Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 


10 ohm, 1W 

100 ohm, 1/2W 
100 ohm 

1 Kilohm, 1/2W 

1 Kilohm 

1K, (zinc oxide) 
10 Kilohms, 1/2W 
100 Kilohms 

Zinc, 100 Kilohms 
Zinc, 1 Megohm, 1.2W 
1200 ohm, 5% 

150 ohm 

150 ohm, 1W 

1.5 Kilohms, 5% 
1.5 ohm, 1/2W 

15 Kilohms 

15K, 2W 

180 ohm, 1/2W 
1.8 Kilohms, 1/2W 
220 ohm, 5% 

220 orms 


Zinc, 220 ohm, 5%, 1/2W 


use 010015177 


Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 


2.2 Kilohms, 5% 
2.2 Kilohms 

22 Kilohms, 1/2W 
100 K, 1/2W, 10% 
2.2 Megohms, 1/2W 
27 ohm, 5% 

270 ohm, 1/2W, 5% 
270 ohm 


Carbon 2W, 10%, 270 ohm 


2.7 Kilohms, 5% 


13,30 
12.90 


18.00 
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Part Number 


001273034 
001331024 
001333024 
001362023 
001390024 
001470023 
001470172 
001471023 
001471024 
001472023 
001472024 
001473024 
001560023 
0015600 24 
001561024 
001562024 
001682024 
001684024 
001820023 
001820024 
001821023 
001822023 
001829034 
002010033 
002010084 
002020064 
002040085 
002050074 
002200074 
002400065 
003400064 
003900114 


004101116 
004500116 


005103044 


005104044 


006013026 
006053026 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 


27 Kilohms, 1W 

330 ohms, 1/2W 

33 Kilohms, 1/2W 

3.6 Kilohms 

39 ohm 

47 ohm, 1/2W, 5% 

47 Kilohms, 1/2W, 5% 
470 ohm, 1/2W, 5% 
470 ohm, 1/2W, 10% 
4.7 Kilohms, 5% 

4,7 Kilohms, 1/2W 

47 Kilohms 

56 ohm, 5% 

56 ohms 

560 ohms 

Carbon fixed, 1/2W, 10%, 5.6K 
6.8 Kilohms, 1/2W 

680 Kilohms 1/2W, 10% 


use 001821023 


Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 
Resistor, 


82 ohm, 1/2W 

Carbon fixed, 1/2W, 5%, 820 ohm 
8.2 Kilohms, 5% 

8.2 ohms, 1W 

WW, 1 ohm, 1.5W 

1 ohm, 10W 

2 ohms, WW 

40 ohms, 1OW 

5 ohm, 8W 

20 ohm, 8W 


use 002040085 


Resistor, 
Resistor, 


Rheostat, 
Rheostat, 


40-40 ohm, 5W, 10% 
WW, 90 ohm-90 ohm 


100 ohms 
50 ohms 


Potentiometer, 10 K (Level, Model 270) 
(Ref. 006103025 for 280) 
Potentiometer, 1 Meg ohm 

(Playback level 270) 

Potentiometer, 62 PARIK 
Potentiometer, 5K, 1/2W 


No 
on 
) 


ON OV 
~sIN 
naw 
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Part Number 


006102024 
006102025 


006103025 


006105025 
006201025 
006202034 
006203025 
006502025 
007252502 
007 254252 
007502034 
007502502 
008502996 
009502034 


010013175 
010014175 
010015067 
010015177 
010016007 
010025067 
010300174 
010332175 
010333157 
010473157 
011014104 
011034164 
011153104 
011473104 
012017036 
012018036 
012019076 
012019078 
012108076 
012158006 
012207006 
012207096 
012207107 
012208096 
012257036 
012258076 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Potentiometer, 1K (15 ips Rec. Eq.) 
Potentiometer, 1K (Bias Adj. 3-3/4 
Rec. Eq.) 


Potentiometer, 10 K, (Noise Bal, Rec. 


Cal) 7-1/2 ips Rec. Eq. 
Potentiometer, 1 Megohm (Play Eq.) 
Potentiometer, 200 ohm (lin. adj.) 
Helipot, 2 Kilohms 

use 006103025 

Potentiometer, 5 Kilohms 
Potentiometer, Record Level 5K/2.5K 
Resistor, Potentiometer, 250 K/2.5K 
Potentiometer, 5K 

Potentiometer, Concentric, 5K 
Attenuator, 5K in 2db steps 
Potentiometer, Playback Level 5K 


Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 
Capacitor, 


Disc, .001 mfd 
0.01 mfd 

0.1 mfd 

0.1 mfd 

1 mfd, 3V 

.02 mfd 

0.001 mfd 
0.0033 mfd, 1KV 
3300 pf 

470 pf 

0.01 mfd, 200V 
.03 mfd, 600V 
.0015 mfd 

.047 mfd 

10 mfd, 12V 
100 mfd, 12V 
1000 mfd, 50V 


use 012019076 


Capacitor, 1000 mfd, 50 VDC 


Capacitor, 
Capacitor, 


150 mfd, 3V 
200 mfd, 3V 


use 012207107 


Capacitor, 


5-200 mfd, 200V 


use 012207107 


Capacitor, 
Capacitor, 


25 mfd, 12V 
250 mfd,50V 


2. 80 


4.00 


3,00 


1.60 
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Part Number 


012308006 
012507036 
012507076 
012508076 
012757046 
014026105 
015036136 
015046126 


015046126-01 


0150561 26 
015066124 
015127126 


015256136-01 


015307226 
016017226 
017803106 
018014153 
018047153 
018275104 
018302153 
018334104 
018335104 
018474104 
018683104 
018684104 
019335067 
019475067 


020100001 
020100002 
020200001 
020202001 
020301001 
020301002 
020302006 
020304001 
020304002 
020305002 
020305003 
020305006 
020305008 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description Price 
Capacitor, 300 mfd, 3V~ § .85 
Capacitor, 50 mfd, 12V .90 
Capacitor, 50 mfd, at 50V 1.00 
Capacitor, 500 mfd, 50 VDC 1.85 
Capacitor, 75 mfd 1,05 
Capacitor, 2 mfd 1.80 
Capacitor, 3 mfd 8.50 
Capacitor, oil filled, 4 mfd/330V Round Case 3.00 
Capacitor, oil filled, 4 mfd/370Vac Square Case 2.40 
Capacitor, oil filled, 5 mfd/330V 4.00 
Capacitor, oil filled, 6 mfd/330V 7,89 
Capacitor, 12.5 mfd, oil filled 8.00 
Capacitor, 2.5 mfd 7.50 
Capacitor, 30 mfd, 330Vac 21.00 
Capacitor, Tant, 10 mfd, 12V 1.95 
Capacitor, Variable 2.40 
Capacitor, .01 mfd +25 
Capacitor, 47 pfd, 500V sod 
Capacitor, .27 mfd 1.20 
Capacitor, 100 pf 1.20 
Capacitor, 0.033 mfd .40 
Capacitor, 0.33 mfd . 60 
Capacitor, Polyester, .047, 200V .40 
Capacitor, .0068 , 36 
Capacitor, .068 mfd 45 
Capacitor, .33 mfd 1.60 
Capacitor, 0.47 mfd, 25V Ceramic 2,70 
Transformer, AC Supply 25.60 
Transformer, DC Supply 32.75 
Transformer, Power 20.00 
Transformer, AC 82.50 
Transformer, Microphone 280, 284 22.00 
Transformer, Line Input 280, 284 23.00 
Transformer, Line Input (Plug-in) 20.00 
Transformer, Output 22.00 
use 020304001 
Transformer, Microphone Input (260) 2290 
Transformer, Sync 18.00 


use 020305003 
use 020305003 
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SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description 

021010561 Choke, Power wire core $ 

021020114 Coil, 500 MHY 

021020137 Choke, Iron Core 

021020143 Coil, 82 uh 

021020156 Coil, 10 MHY 

021020315 Choke, Iron Core, Variable 

021040142 Choke, Ferrite Core, 10K, 10%, .55W 

023130303 Relay, 3P, 24 VDC 

023130304 Relay, 4 pdt, Plug in 

023130306 use 023130306-01 

023130306-01 Relay, 6 pdt, Control unit, 5 Amp. 
Selected, K107 

023130401 Relay, 4C, 24 VDC 

023132102 use 023130306-01 

023153302 Relay, 2C, 1100 

023153302-01 Relay, DPDT, PCB 

023230306 Relay, Latching 

023230316 use 023230306 

023630304 Relay, rotary 4C, 26.5DC, 300 ohm 

023630306 Relay, rotary, 6C, 24VC 

023720302 Relay, Latching Reed 

023730101 Relay, A-B 

026130001 Solenoid, Moving Head 

026130002 No longer available; use 502060200 
Solenoid, 502060405 Plunger 

026130003 use 502050500 and 501050307 

026130004 use 501040500 

026131405 Solenoid, ATL (older 280) No longer 


available, substitute 502010413-02 
and 502010430-01 


026131406 Solenoid, Front Shield (older 280) 
026131443 Solenoid, Front Shield 

026131483 Solenoid, Brake; use 502060200 
026131487 use 502050500 

026131518 Solenoid, Pressure Roller, use 502050500 
026131544 Solenoid, ATL, #1544, use 502010430-01 
026131545 Solenoid, Front Shield, use 502010430-02 
026131546 use 501040500 

027050804 Transistor, 2N508A 

027052704 Transistor, 2N527 


027069704 Transistor, 2N697 


SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 
027110003 Transistor, MJE 1100 3.75 
027118301 Transistor, 2N1183A 6. 80 
027202711 Transistor, 2N1711 25 3D 
027210201 Transistor, 2N2102 2.40 
027214701 Transistor, 2N2147 3.00 
027227005 Transistor, 2N2270 2.10 
027280404 Transistor, D28C4 2.10 
027286901 Transistor, 2N2869 3.15 
027290503 Transistor, 2N2905 4.50 
027341504 Transistor, 2N3415 . 60 
027377207 Transistor, 2N3772 12.00 
027425002 Transistor, 2N4250 1,20 
027491803 Transistor, 2N4918 3.00 
027492103 Transistor, 2N4921 2.70 
027652303 Transistor, 2N6523 1.95 
028102270 Diode, 1N270 «75 
028103000 use 028204483 

028201916 Diode, 1N916B . 80 
028202337 Diode, SE337 2.25 
028202457 Diode, 1N457 .90 
028202882 Diode, 1N4822 1,45 
028204014 Diode, Al4F .90 
028204483 Diode, F4, 1N2483 719 
028205015 Diode, A-15 1,20 
028207342 Diode, 1N1342B 1.95 
028208060 Triac, SC60B 17.00 
028303261 Diode, Selenium Surge Suppressor Dede 
028401228 Diode, 1N5228 2:10 
028402018 Diode, Zener VR18A (ZA18B) 1.50 
028403594 Diode, Zener, 1N1594 7.60 
028606106 Diode, SCR, C106B2 2.10 
029020600 Diode, MC-680 2.40 
029020661 Diode, MC-661-P 2.60 
029020663 Diode, MC-663-P 4.00 
029020667 Diode, MC-667-P 4.60 
029020668 Diode, MC-668-P 2.50 
029020670 Diode, MC-670-P 2.50 
029030305-01 Diode, LM305A 6.75 
030101081 Switch, Sync/Master selector key 10.00 
030102228 use 030202022 

030104001 use 036040001 Detent (2) 034302042 Wafer 
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Part Number 


030104004 
030104021 
030104022 
030104041 
030104042 
030104061 


030104063 


030104063-01 


030104071 

030104072 
030104073 
030105011 
030141001 
030202011 
030202022 
030203011 
030203012 
030203013 
030203017 
030203018 
030203021 
030203022 
030203023 


030203024 
030203041 


030203051 
030209021 


033010017 
033030009 
033030015 
033031212 


033031220 
033031223 


033033018 


033040323 
033040523 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


use 036050001 
Switch, SPDT, Rotary 


Switch, SPDT, Rotary (Modified-termination) 


Switch Rotary, Power 
Switch, Rotary, DPDT 


Switch, 4PDT, Speed Change (2 spd) (for heavy 


duty replacement, see 030104063-01) 
use 030104063-01 

Switch, 4PDT, Heavy Duty speed change 
Switch, 3 position 

use 502120008 

use 502120008-01 

Switch, Rotary 

Switch, (Special) 

Microswitch, SPST 

Microswitch, SPDT 

Switch, Momentary, N.C. 

Switch, Momentary, N.D. 

Switch, Momentary, Pushbutton, Pendar 
Switch, Start 

Switch, Stop 

Momentary, Pushbutton, SPDT 
Switch, Momentary Pushbutton, 903 
Switch, Momentary, Pushbutton, Illum 
(280 Series) 

Switch, SPDT, Illum 

Switch, Momentary Pushbutton, Illum 
(284 Series) 

Switch, Momentary, Magnetic Latch 
Reed Switch 


Shield 


Cover, 9 Pin connector 
Cover, 15 Pin connector 
Cover, 25 Pin connector 


Retainer, 15P 
Retainer, SOP 


Post, Slide Lock, S/M 


Boot, shrinkable, 25-Pin connector 
Boot, shrinkable, 50-Pin connector 


Price 
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6. 60 
8.30 


SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 
034302042 Switch, Wafer, 4 Pos. $ .90 
034302051 Switch, Wafer, 5 Pos. Shorting 1.420 
034302052 Switch, Wafer, 5 Pos. Non-Shorting 1.20 
034302061 Switch, Wafer, 6 Pos. 1,20 
034302032 Switch, Wafer, 3 Pos. 1,50 
035010601 Connector, Capstan Motor, 6 Pin Male 3.90 
035010801 Connector, 8 Pin, 3 Speed 4.65 
035010803 Connector, P3308, Inverter Plug 1.20 
035010901 Connector, 9 Pin Male, Unwired, ref 2.80 
502120501 for 9 Pin Dummy Plug 
035010902 Connector, 9 Pin Male, Blue, Round with Clamp 3.79 
035011040-01 Connector, Yellow Dot, Male . 30 
035011040-03 Connector, Female Guide Pin OTS, 
035011040-04 Connector, Male Guide Pin <9 
035011040-05 Connector, Fixed Screw, Female .65 
035011401-08 Connector, Blue Dot, Female Contact 45 
035012501 Plug, 25 Pin Male 9.70 
035012502 Connector, 25 Pin Male (Remote Control) 5.40 
035012601 Connector, 26 Pin Male 6.00 
035013201 Connector, 32 Pin Male 10.68 
035020602 Connector, Chassis Mount, Capstan 2.60 
Motor 6 Pin Female 
035020801 Connector, 8 Pin Female 2425 
035020901 Connector, 9 Pin Chassis Mtd., FemaleBlue 3.00 
035020902 Connector, Remote, 9 Pin 5.16 
035021042 104 Pin Block, Female 4,80 
035021401 Socket, Relay, 14 Pin . 90 
035021501 Connector, Electronics, 15 Pin Female 5. 20 
Chassis Mt. 
035022201 Socket, Relay, 22 Pin 1.85 
035022401 Socket, 24 Pin, Latching Relay 4.00 
035022501 Connector, 25 Pin 14,50 
035022502 Connector, 25 Pin Female 8.10 
035022601 Connector, 26 Pin Female, Chassis Mtd. 7.50 
035023201 Connector, 32 Pin Female, Chassis Mtd. 9.28 
035023401 Connector, 34 Pin Block 1.50 
035025001 Connector, 50 Pin Female 15.50 
035025072 Connector, 50 Pin (Head Connector) 2.70 
035025072-02 Contact, Male, Blue Dot .40 
035060202 Terminal Strip 1S 
035080301 Connector, Line Input 2, 80 
035080311 Connector, Line Output 2.80 
035080331 Connector, 3 Pin Female, Chassis Mtd. 3.45 
035080332 Connector, 3 Pin Male, Chassis Mtd. 3.00 
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SCULLY PARTS/PRICE LIST (Cont, ) 


Part Number Description Price 
035090112 Connector, 1 Pin $ .50 
035105002 Connector, 50 Pin Male 7.85 
035130300 use 035130301 
035130301 Connector, Plug, Chassis Mt. Inlet, ero yD) 
3 Pin Male 
035131501 Connector, Power Input, 15 Pin Male 3. 84 
035140202 2 Track Head Cable, (Connector, Female 2.00 
with Long Cable) 
035143001-01 Contact, Female, Yellow Dot 245 
035143401 Connector, 34 Pin, Block 1.80 
035143401-02 Jack Screw, Male 00 
035143401-05 Cable Clamp 2.50 
035151501 Connector, Bias, 15 Pin 1.90 
035152201 Connector, Printed Circuit, 22 Pin 2.30 
035170101 Jack, Monitor . 66 
036030001 Detent, 3 Position 2.00 
036040001 Detent, 4 Position 1.35 
036050001 Detent, 5 Position 2.10 
037030001 use 036030001 Detent 034302032 Wafer 
038020101 Triple Shielded Cable = opt hn 
038020105 Cable, Quad-X . 85/ft. 
038052001 24 Conductor Cable 1, 20/ft. 
038054001 40 Conductor Cable 1.50/ft. 
040010001 use 501060100 
040040200 Capstan Motor Assy, CC-8 11.00 
042010001 Printed Card Circuit Guide 215 
042010002 Rivets for Printed Circuit Card Guides .05 
044000001 Meter, VU, API 40.00 
044000001-01 Meter, Replacement Glass L175 
044000002 Meter, VU, Triplett 32.00 
045010062 Lamp, #62 2.50 
045010153 Lamp, #153 3.00 
045010313 Lamp, Direction, #313 «90 
045010327 Lamp, #327 «90 
045010334 Lamp, #334 1.50 
045010335 Lamp, Indicator, #335 1.60 
045011819 use 045011828 .90 
045011822 Lamp, Pwr, Indic., #1822 (045011828 may be used) .90 
045011828 Lamp, Pwr, Indicator #1828 . 90 
045020001 Indicator, Lens #1 Red, Pendar .18 
045020003 Indicator, Stop . 20 
045020004 Indicator, Fast . 20 
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Part Number 


045020005 
045020006 
045030007 
045030008 
045030217 
045030231 
045030232 
045050604 
045051574 
045060504 
045067201 
046010001 
046010002 
046010003 
046010004 
046012246 
046030001 
046030002 
046030003 
046030004 
046030005 
046030039 
046030040 
046030073 
046030074 
046030075 


046034101 
046034102 
046040003 


046040003-01 


046040004 


047032025 


048010103 
048010105 
048010107 
048342004 


051040821 
051150815 
051150825 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Indicator, Lens, Yellow, Arrow 
Indicator, Start 

Indicator, Safe 

Indicator, Ready 

Lens Cap, Clear 

Lens Cap, Red 

Lens Cap, Green 

Lamp Holder/Red Lens 
Indicator, neon 

Lamp, Bi Pin Cartridge, Sync/Master 
Indicator Lamp Assy 

Knob, 3/4 x 1/2 

Knob, Medium, Mode/Meter Select 
Knob, Large Level Control 
Knob, Speed Selector 

Knob, Small 

use 046030039 

use 046030074 

use 046030040 

use 046030075 

use 046030073 

Pushbutton, Record (Red) 
Pushbutton, Stop (White) 
Pushbutton, Edit (Yellow) 
Pushbutton, Fast (Blue) 
Pushbutton, Start (Green) 


Knob, Stop (Red) 
Knob, Play (Black) 
Reel Holddown Knob 


Replacement Rubber Liner for Holddown Knob 


Centering Hub (NAB) 
Heat Sink 


Fuse, 3 Amp 
Fuse, 5 Amp 
Fuse, 7 Amp 
Fuse Holder 


Screw, Flat Head 1-72 x 1/4 
Screw, 6-32 x 1/4 Round Head 
Screw, 6-32 x 1/4 Flat Head 
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Part Number 


051150865 
051151615 
051181625 
051189625 
051221295 


052000001 
056041001 
056189805 


058090631 


060000062 
060005062 
060131031 
060133031 
061000605 
061008276 
062188247 


066111105 
066211105 
066321105 
066331105 
066891105 


066891105-01 


067025140 
067025105 
067050105 
067100105 


074062562 
074125437 
074125500 


077011500 
077031250 
078010100 


079030001 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Screw, 6-32 x 1/4 Set Screw 
Bolt, 6-32 x 1/2 

8-32 x 1/2", Flat Head 

Bolt, 8-32 x 3", Flat Head 
Screw, 10-32 x 3/8 Button Head 


Photo Conductor, 704L 
Hex Nut, 1-72 x 5/32 dia. 
Nut, Adj., Brake Spring 


Cup Washer with Nylon Felt 


Internal Retainer Ring 

Retainer, Spider Ring 

Retainer, Lower Bearing, Curved 
Retainer, Lower Bearing, Flat 
Allen Wrench Set 

Alignment Tool 

Bushing Extender 


111-1/4" Tape 

202-1/4" Tape 

1/2" Reel Tape 

1" Tape 10-1/2" Reel 

2" Std. Alignment Tape, Full Track, NAB, 
Elevated Level for 206 Tape, 15 ips 

2"' Std. Alignment Tape, Full Track, NAB, 
Std. Level for 206 Tape, 15 ips 


14" Empty Reel 

1/4 - 1/2" Empty Reel 
1/2"" Empty Reel 

1"' Empty Reel 


Roll Pin, 1/16 x 9/16 
Roll Pin, 1/8 x 7/16 
use 074125437 


Airpot, Push Damp 
Airpot, Push-Pull 
Hinge 


Spring, Tape Break 


.00 


.00 
.13 
. 20 
.65 


.0S 
. 20 


19.23 
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50 
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Part Number 


080031035 
080031035-02 
080031035-08 
080036225 
080036225-01 
080036225-02 
080036225-03 
080073118 


080075031 
080311035 
080835031 
0810037 25 
081133725 
081345037 


082000001 
085021001 
087080610 
101010000-08 
101010000-12 


101010000-16 
101010000- 24 
101110700 
101110800 
101111000 
101120209 
101210100 
101230000-08 


101230000-12 
101230000-16 


101230000-24 
101240000-08 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


use 080031035-08 

Bearing, Selected 

Bearing 

use 080036225-03 

use 080036225-03 

use 080036225 -03 

Bearing, Pressure Roller Selected 
Bearing, Selected (If for Impedance 
roller, use 080075031) 

Bearing, Selected 

use 080031035-08 

use 080036225 -03 

use 081133725 

Bearing, Sleeve, B 46-3 

Bearing, Sleeve 


Scully Lubricating Oil 2 oz. Btle. 
Ball, Steel . 2187 Dia. 

Wiping Tape, 3" Base, Model 288 
1", 8 Track Head Assy, in 2" Head 
Bridge 


1", 12 Track Head Assy, in 2" Head 
Bridge 


2", 16 Track Head Assy, (100 Series) 


2" 24 Track Head Assy, (100 Series) 
Bias Osc/Reg. Card 

Rec/Play Card 

Bias/Amplifier Card 

Record Guard 

Panel Strip 

1", 8 Track Erase Stack Assy, for 
2" Bridge 

1", 12 Track Erase Stack Assy, for 
2" Bridge 

2", 16 Track Erase Stack Assy. 

2", 24 Track Erase Stack Assy. 

1", 8 Track Rec/Playback Stack 
Assy, for 2" Bridge 


Price 
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SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 
101240000-12 1", 12 Track Rec/Playback .Stack Chk. Fact. 
Assy, for 2" Bridge 
101240000-16 2", 16 Track, Rec/Playback Stack Chk, Fact. 
101240000-24 2", 24 Track Rec/Playback Stack Assy. Chk. Fact. 
101270601 Connector Assy, Line Input 18.00 
101270602 Connector Assy, Line Output 18.00 
501000102 Deck Plate, Shorting Post 16,50 
and Guide Assembly 
501000103 Metal Guide Washer 1.50 
501000201 Dress Panel, Blue, Round Holes 48.00 
501000201-01 Dress Panel, Black, Round Holes 63.75 
501000203 Direction Escutcheon - Vertical 2.10 
501000204 Power Escutcheon - Vertical 2.10 
501000205 Dress Panel Logo 1.80 
501000206 Equalization Plate 1,20 
501000207 Mono-Stero Plate 1.20 
501000209 Dress Panel, Square Holes 56.00 
501000300 Head Cover Assembly, Blue 18.00 
501000300-01 Dress Panel with Hinged Head Cover 90.00 
Blue, with Round Holes 
501000300-02 Dress Panel with Hinged Head Cover 90.00 
Blue, with Square Holes 
501000300-03 Dress Panel with Hinged Head Cover 95.00 
Beige with Round Holes 
501000302- 01 Head Cover with Hinge, Blue 28.50 
501000302-03 Head Cover with Hinge, Beige 28.50 
501010001 Fixed Head Platform (Two Track) 16.00 
501010001-01 Fixed Head Platform (Full Track) 16.00 
501010002 Azimuth Spring . 40 
501020100 Moving Head Solenoid Bracket Assy. 37.50 
501020108 Solenoid and Plunger (Moving Head 21.00 
Assy) , 
501020200 Moving Head Platform Assy. 42,50 
501020203 Bushing, Guide 3/8 1.30 
501020204 Bushing, Guide 13/32 1,30 
501030100-10 Platform Assy with Tension Arm 50.00 
Left Side 
501030100-11 Platform Assy with Tension Arm 50.00 


Right Side 
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Part Number 


501030101 
501030102 
501030103 
501030105 


501030105-01 


501030200 
501030201 
501030202 
501030301 
501030302 


501030302-03 


501030400 
501030402 
501030404 
501030500 
501040107 
501040201 
501040202 
501040203 
501040300 
501040400 


501040400-01 


501040403 


9501040403-01 


501040500 


501050002 
501050100 
501050200 


501050200-01 


501050204 
501050205 
501050300 


501050300-01 


501050301 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description Price 
Platform $ 10.95 
Spring, Tension (Right) oad 
Spring, Adjusting Collar ,20 
Idler Platform Dress Cap 4,90 
Idler Platform Dress Cap, Modified 7.40 
for Oxide Shorting Post 
Reel Idler Assy 33. 80 
Reel Idler 6,15 
Shaft, Idler 3.30 
Tension Arm 4,25 
Tape Guide Assembly, 1/4" 7.00 
1/4" Spacer 2.85 
Impedence Roller Assy 55.00 
Impedence Roller Shaft 1.85 
Spacer 1.80 
Oxide Shorting Post Assy 7.10 
Retractor Plate Plunger #1546 1,00 
Retractor Plate 6.25 
Post, Manual .63 
Retractor Plate Guides 2.65 
Front Head Hum Shield 7,85 
Retractor Plate Shorting Post 13.50 
Assy with Metal Guide 
Retractor Plate Shorting Post 11.10 
less Metal Guides 
use 501040403 -01 
Metal Tape Guides 9.85 
Solenoid, Retractor Plate 9.50 
Flywheel, Aluminum 23.75 
use 502050100 
Pressure Roller Assy, 1/4" 31.50 
with Bearings, Cap & Shaft 
Pressure Roller Assy, 1/4" 29.00 
with Matched Bearings (Serv. Repl.) 

Pressure Roller Spacer 1,29 
Cap, Aluminum 2. 87 
Pressure Roller Connecting Rod 30.00 
Assy for #1518 Solenoid 

use 502050300 

Actuating Arm 4,35 


Page 28 


SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 

501050302 Adjusting Bracket $ 2.75 

501050303 Adjusting Nut 1.50 

501050307 Plunger, #1518 Solenoid 1.00 

501050400 Pressure Roller Arm Assy 6.50 

501050401 Pressure Roller Arm 5.25 

501050000-01 use 502050500-01 

501050700 Capstan Motor Assy 110.00 
Rebuilt /Exchange 

501050700-01 Capstan Motor Assy, ASHLAND 175.00 
60 Hz, 3-3/4 - 7-1/2 ips 

501050700-02 Capstan Motor Assy, ASHLAND 175.00 
60 Hz, 7-1/2 - 15 ips . 

5901050700-04 Capstan Motor Assy, ASHLAND 225.00 
50 Hz, 7-1/2 - 15 ips 

501050700-05 Capstan Motor Assy, ASHLAND 225.00 
50 Hz, 3-3/4 - 7-1/2 ips 

501050700-31 Capstan Motor, 1-7/8 60 Hz, Model 225.00 
270, Beau 

501050700-40 Capstan Motor, 3-3/4 - 7-1/2, 60 Hz, 175.00 
Model 270, Elinco 

901060000-02 Torque Motor with Brake Assy 127.40 

501060100 Torque Motor, Repair/Exchange 73.00 

501060100 Torque Motor with Connector 91.60 

501060202 use 502060200 

501060600 Reel Platform Assy 29.00 

501060606 Reel Platform with Cork 14.50 

501060607 Reel Cork 8.00 

501060700 Scully Reel Knob, NAB 37.50 
10/14" Reels, (Model 270) 1/4" 

501060700-10 Scully Reel Knob, (Model 270) 1/2" 44.50 

501060701 Reel Knob, Cap 6.00 

501060702 Compression Spring «15 

501060803 Registering Pins ao 


NOTE: Defective capstan/torque motors must be returned for examination 
before rebuilt /exchange is authorized. 
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Part Number 


501060900 
501060902 


501061000 
501061002 
501100000 
501100500 


501110000 

501110000-01 
501110000-02 
501110000-04 
501110000-22 


501110100 
501210100 


501250000-01 
501250000-02 
501250000-03 


501250000-04 
501250000-05 
501250000-06 


501400100 
501600200 
502000001 
502010000-01 
502010000 -02 
502010000-03 
502010000-04 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Reel Knob, Moving Segment 
Reel Knob, Ball Retaining Springs 


EIA 7" Center Assy 

7"' Center Replacement Spring 
Power Supply Assy 

AC Power Cable 


Amplifier Housing, Complete, Model 270 
Amplifier Housing, Complete, Model 270-1 
Amplifier Housing, Complete, Model 270-2 
Amplifier Housing, Complete, Model 270-4 
Amplifier Housing, Complete, Model 270-22 


Playback Card, Model #566 
Remote Control, Model #270, Complete 
with 20 foot Cable 


Head Stack Assy, Playback Full Track 

Head Stack Assy, Playback 1/2 Track 

Head Stack Assy, Playback 2 Ch., 

2 Track, specify if replacing Lipps Head 
Head Stack Assy, Playback 2 Ch., 1/4 Track 
Head Stack Assy, Playback 4 Track, 1/4" 
Playback Head 1/2 Track, Centered 

(Early 270) 


270 Console, all tracks 

270 Deck Pak 

Deck Plate only, 280 

Head Assy, Full Tr., 1/4" 

Head Assy, 1/2 Tr., 1/4" 

Head Assy, Two Channel, 2 Track, 1/4" 
Head Assy, Two Channel, Qtr. Tr. 


105.00 
105.00 


105.00 
150.00 
66, 00 


425.00 

14,00 
100.00 
290.00 
345.00 
345.00 
345.00 


NOTE: When replacing a Lipps Head, a new head platform Cat. 501010001 
(2 Track), or (-01 F.T.), will be required. 

NOTE: When replacing a complete Lipps head assembly, a new head base platform 
Cat. 502010200, will be required. On older 280 versions, new carbide 
guides, Cat. 502010102-01 (3 req'd) and Cat. 502010600, front shield, 
may also be needed for complete updating. 
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Part Number 


502010000-05 
502010000-06 
502010000-07 
502010001 
502010006 
502010100 


502010100-01 
502010100-02 
502010102-01 
502010102-03 


502010103 
502010103-02 
502010104 
502010104-01 


502010106 
502010107 


502010108 
502010110 
502010111 
502010112 


502010200 


502010300 
502010300-01 
502010303 
502010305 
502010400 
502010400-01 


502010400-02 


502010400-11 
502010400-51 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Head Assy, Three Channel, 1/2" 
Head Assy, Four Channel, 1/2" 
Head Assy, Four Channel, 1/4" 
Cover, Head, Metal 

Record Button Bezel 

Head Bridge Assy, Less Scrape 
Filter, 1/2" 2 Track 

Head Bridge Assy, Less Scrape 
Filter, 1/2", 4 Track 

Head Bridge Assy, Less Scrape 
Filter, Full Track, 1/4" 

1/4" Tape Guide, MTG Post with 
Carbide Guides 

1/4" Tape Guide MTG Post Threading 
Guide 

use 502010102-01 

Carbide Guide, 1/8" x 1/2" Lg. 
use 502010104-01 

1/4" Tape Guide MTG Post with 
Carbide Guides 


1/4" Erase and Record Head Mount 2 Tr. 


1/4" Playback Head Mount 2 Tr. 


MU Metal Playback Shield 

1/2" Playback Head Mount 

use 502011100 

Pyrex Rod for Dummy Head Block 
1/4" x 1/2" Head Block, 1/4 x 1-1/4 
Head Base Platform with Spacers 
1/4 - 1/2" 


Scrape Filter, Manual with Gear 
Scrape Filter Assy 

End Collar Spacer 

Glass Rod, Manual ATL 

Tape Lift Toggle Assy, Manual 
Solenoid Assy, ATL (with dashpot, 
plunger, and linkages) 

Front Shield Solenoid Assy, with 
Dashpot, Plunger, and Linkages 
ATL, Linkage Assy 

ATL, Head Base Platform with 
Standoffs 


60. 


19, 


. 00 


.00 
.96 


Part Number 


502010404-01 
502010405-01 
502010405-02 
502010406-01 
502010406-02 
502010407-01 
502010408-01 
502010408-02 
502010410-01 
502010413-02 


502010415-01 
502010417-01 
502010420-01 
502010426-02 
502010430-01 


502010430-02 


502010504 
502010600 
502010800-01 


502010800-02 


502010900 
502011100 
502011200-01 
502011200-02 
502011200-04 


502030000 


502030000-01 
502030000-02 
502030000-03 


502030000 -04 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Glass Rod, ATL 

Defeat Lever 

Airpot Mtg. Plate 

Tape Lifter Knob, ATL 
Microswitch Mounting Plates 
Linkage Assy 

Tape Lifter Stud 

Spring Automatic Front Shield 
ATL Actuating Arm 

Tape Lift and Front Shield Plunger 
(#1545, #1544) Solenoid 

Felt Bumper - Large 

use 502010430-01 

Spacer 

Plunger Link, #1545 Solenoid 
Tape Lift Solenoid Assy #1544 
(with connector) 

Front Shield Solenoid Assy #1545 
(with connector) 

Spring, Leaf 

Front Shield Assy 

Front Dress Panel Assy with Bezel 
and Logo, Horiz. Lettering 

Front Dress Panel Assy with Bezel 
and Logo, Vert. Lettering 

ATL Shield Holddown Lever Assy 
Dummy Head Post 

Full Track Head Cable Assy, Wired 
2 Track Head Cable Assy, Wired 
4 Track Head Cable Assy, Wired 


Reel Stabilizer Assy, Factory Repair 


of New or Old Style Assy. Includes 
Bearing Replacement, and Polishing 
of Shaft 


Reel Stabilizer Assy, Std., 280, 1/4" 
Reel Stabilizer Assy, Std., 280, 1/2" 


Reel Stabilizer Assy, Std., 280 
1/4 - 1/2" Adjustable Guide 


Reel Stabilizer Assy, 280/Motion Sensing, 


1/4" Black 


106.00 
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Part Number 
502030000-05 


502030000-06 


502030102 
502030103 
502030106 
502030200 
502030201 
502030202 
502030302 
502030400 


502050001 


502050001-01 


502050003 


502050003-01 
502050003-02 


502050100 
502050200 


502050200-01 


502050201-01 


502050203 
502050204 
502050300 
502050305 
502050307 
502050309 


502050400 
502050500 


502050500-01 


502050600 


502050600-01 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Reel Stabilizer Assy, 280/Motion 
Sensing, 1/2" Black , 

Reel Stabilizer Assy, 280/Motion 
Sensing, 1/4 - 1/2"" Adj. Guides, Black 
Spring, Tape Break 

use 501030102 

Bushing, Stabilizer Assy 

Shaft, Stabilizer, Complete 

use 502030200 

use 502030200 

Guide, Tape, 1/2" 

Adjustable Guide Assy, 1/4 - 1/2" 
(Two Required) 

Capstan Motor Hum Shield 

Hum Shield (3 Speed Motor) 


use 502050003-01 

Flywheel, Zamak (Standard) 

Flywheel, Zamak (290) 

(Heavier than -01) 

Pressure Roller Bearing Housing Assy 
Pressure Roller Assy, 1/2" with Matched 
Bearings, Cap & Shaft 

Pressure Roller Assy, 1/2"' with Matched 
Bearings, (Service Repl.) 

use 502050200-01 

Shaft, Pressure Roller 1/2" 

Cap Spacer, Pressure Roller 1/2" 
Connecting Rod Assy, Pressure Roller 
Compression Spring 

use 501050307 

Spring, Return 


Pressure Roller Arm Assy 

Pressure Roller Solenoid Assy, #1518 
use 502050500 (To update, use 502050500 
Solenoid, & 501050307 Plunger) 


Rebuilt /Exchange 
Capstan Motor Assy, ASHLAND, 60 Hz 
3-3/4 - 7-1/2 ips 


Fe 


Re Ww 


ON 


.00 
.00 
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SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 

502050600-02 Capstan Motor Assy, ASHLAND, 60 Hz $ 170.00 
7-1/2 - 15 ips 

502050600-04 Capstan Motor Assy, ASHLAND, 50 Hz 225.00 
7-1/2 - 15 ips 

502050600-05 Capstan Motor Assy, ASHLAND, 50 Hz 225.00 
3-3/4 - 7-1/2 ips 

502050600-07 Capstan Motor Assy, ASHLAND, 60 Hz 225.00 
15 - 30 ips 

502050600-09 Capstan Motor Assy, ASHLAND, 60 Hz 225. 00 
30 - 60 ips 

502050600-17 Capstan Motor Assy, BODINE, 50 Hz 250. 00 
7-1/2 - 15 ips 

502050600-18 Capstan Motor Assy, BODINE, 60 Hz 250.00 
7-1/2 - 15 ips 

502050600-19 Capstan Motor Assy, BODINE, 50 Hz 250. 00 
15 - 30 ips 

5902050600-25 Capstan Motor Assy, BODINE, 50 Hz 250. 00 
3-3/4 - 7-1/2 ips 

502050600- 26 Capstan Motor Assy, BODINE, 60 Hz 250, 00 
3-3/4 - 7-1/2 ips 

502050600-30 Capstan Motor Assy, BEAU, 60 Hz 365.00 
3-3/4 - 7-1/2 ips 

502050600-31 Capstan Motor Assy, ASHLAND, 50 Hz 250. 00 
15 - 30 ips 

502050600-35 Capstan Motor Assy, ELINCO, 50 Hz 225.00 
7-1/2 - 15 ips 

502050600-40 Capstan Motor Assy, ELINCO, 60 Hz 170.00 
3-3/4 - 7-1/2 ips 

502060000 Torque Motor Repair /Exchange 75.00 

50 2060000-02 Torque Motor with Brake Assy 125.75 
(Less Turntable) Model 280 

502060000-03 Torque Motor with Brake Assy, 198.00 
Model 280/SP-14 

502060100 Torque Motor Assy, Short Shaft 88.00 
(used on early 280 & SP-14) 

502060100-01 Torque Motor Assy, (less brakes) 168.00 
SP-14 


NOTE: Defective Capstan motors must be returned for examination 
before rebuilt/exchange is authorized. 
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SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 


502060100-02 Torque Motor Assy (Less: brakes) $ = §©92.50 


280 Long Shaft 


502060200 Brake Plate Assy, Solenoid #1483 13.75 
with Lugs 

502060201 Solenoid Brake Plate 3.00 
502060201-01 Solenoid Brake Plate (Indexmaster) 3.50 
502060203 Plunger, Felt .25 
502060300 Torque Motor, Brake Plate Assy 9,00 
502060301 use 502060300 

502060303 Brake Spring .18 
502060304 use 056189805 

502060400 Brake Plate Assy with Felts Fall 
502060402 use 502060400 30 
502060403 use 502060400 45 
502060404 Teflon Brake Guide :30 
502060405 Brake Plate, Plunger, #1483 Solenoid 1.00 
502060500 Brake Disc Assy 9.25 
502060500-01 Brake Disc with Magnets 28.00 
502060600 Reel Platform Assy 28.00 
502060602 Reel Table Cork 1.60 
502060603 7" Reel Pins »o0) 
502060800 Plastic Wind Guard (used with 14" Reels) 7.50 
502060804 Spring .10 
502070000-01 Sensing Post Assy (280) complete with 85.00 

Microswitch, less Post Guard 

502070101 Sensing Post Guard 12.00 
502070200 Sensing Post Roller Shaft Assy 18.00 
502070201 Sensing Post Roller 15.00 
502070300 Sensing Post Bearing Housing Assy 30.00 
502070301 Lower Bearing Housing 53.40 
502100000 Power Supply, Switchable, 50 - 70V, 165.00 


70 - 90V, Long Cable 


use 502100000 
use 502100000 
use 502100000 
use 502100000 


502100000-01 
502100000-02 
502100000-03 
502100000-04 


NOTE: Defective Torque motors must be returned for examination before 
rebuilt./exchange is authorized. 
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Part Number 
502100600 
502110000-01 
502110000-02 
502110000-03 
502110000-04 
502110000-05 
502110000-06 
502110000-08 
502110000-09 
502110000-11 
502110000-12 
502110000-13 
502110000-14 
502110000-15 
502110000-16 


502110051 
502110052 


502110101 
502110101-63 
502110102 
502110103 


502110103-01 
502110502 
502110504-21 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 
Power Supply Extension Cable 


Amplifier Assy, Non Sync, NAB 
3-3/4 - 7-1/2 

Amplifier Assy, Non Sync, NAB 
Falf2 = 15 

Amplifier Assy, Non Sync, NAB 
15 - 30 

Amplifier Assy, Non Sync, CCIR 
3-3/4 - 7-1/2 

Amplifier Assy, Non Sync CCIR 
7-1/2 = 15 

Amplifier Assy, Non Sync CCIR 
15 - 30 

Amplifier Assy, Non Sync NAB 
7-1/2 - 15 

Amplifier Assy, Non Sync CCIR 
3-3/4 - 7-1/2 

Amplifier Assy, Sync NAB 
3-3/4 - 7-1/2 

Amplifier Assy, Sync NAB 
7-1/2 - 15 

Amplifier Assy, Sync NAB 

15 - 30 

Amplifier Assy, Sync CCIR 
3-3/4 - 7-1/2 

Amplifier Assy, Sync CCIR 
7-1/2 - 15 

Amplifier Assy, Sync CCIR 

1S = 30 

Amplifier Cover, Top 
Amplifier Cover, Bottom 


Front Panel 280 Electronics 
Front Panel 280 Electronics Blank 
Mode Switch Shield 

Dress Strip, Electronics 280, 
Old Style 

Dress Strip, 280, New Style 

Sync Xformer Conversion Kit 
Click Suppression Board 


725.00 
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Part Number 


502110504-23 
902110700 
502110701 
502110702 
502110800 
502111000 
502111200 
502111300 
502111400 
502111500 
502111600 


502111700 


502120000-01 
5021 20000-02 
502120000-03 
502120000-04 
502120000-05 
502120000-06 


502120000-07 


502120008 
5021 20008-01 


502120501 
502120502 
502120600 
502120900 


502140000-01 
502140000-02 
502140000-03 
502140000 -04 
502140000-08 
502140000-12 


502160000-01 
502160000-02 
502160000-03 


SCULLY PARTS/PRICE LIST (Cont.) 


Description 


Connector Cable Assy 

Bias (Erase) Oscillator Card 
Transformer (T701 Bias) 
Transformer (T702 Bias) 
Record Card 

Playback Amplifier Card, Model #368 
Bias Card Extender Assy 
Record Card Extender Assy 
Playback Card Extender Assy 
Bias Filter Assy 

Meter Selector Switch Assy 
(280) (284) 

Mode Selector Switch (280) 


Relay Control Assy, Std. 275 
Relay Control Assy, Std. 280 
Relay Control Assy, Std. 280/SP-14 
Relay Control Assy, 260 (2 Spd.) 
Relay Control Assy, 260 (3 spd.) 
Relay Control Assy, 280/284 

with Motion Sense 

Relay Control Chassis, 280/SP-14 
with Motion Sense 

Switch, Tension, SP-14 4P, 3 pos. 
Switch, Tension, SP-14 4 P, 3 pos. 


Dummy Remote Connector, 9 Pin 
Dummy Remote Connector, 25 Pin 
Inverter Dummy Plug (Remote Relay) 
Speed Change Kit 


Interconnecting Cable Assy, 1/2 or FT 
Interconnecting Cable Assy, 2 Track 
Interconnecting Cable Assy, 3 Track 
Interconnecting Cable Assy, 4 Track 
use 50414000-08 

use 50414000-12 


Tape Break Arm Assy, 1/4" 
Tape Break Arm Assy, 1/2" 
Tape Break Arm Assy, Adjustable 


102.00 
150.00 


42.00 
43.00 
52.60 
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Part Number 


502160000-04 
502160000-05 
502160000-06 
502160001 
502160100 
502160101 
502160101 -04 
502160102 


502210000 
502210100 
502210100-01 


502210100-02 


502210401 
502212000 


502230000-01 
502230000-02 
502230000-03 
502230000-04 
502230000-05 
502230000-06 
502240000-01 
502240000-02 
502240000-03 
502240000-04 


502240000-05 
5902240000-06 
902250000-01 
502250000-02 
502250000-03 
502250000 -04 


502250000-05 
502250000-06 


502261600 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Tape Break Arm Assy, 1/4" Black 
Tape Break Arm Assy, 1/2" Black 
Tape Break Arm Assy, Adj. Black 
Microswitch Spacer 

Arm Assy 

Tape Break Arm 

Tape Break Arm, Black Anodized 
Tape Break Guide 1/8" 


4 Track Sync Master Assy 

Remote Control Unit with 30 ft. Cable 
Remote Control Unit, Unwired 

Less Case, Std. 280 

Remote Control, Wired, Less Case 
Std. 280 

Remote Control, Walnut Case 
Extension Cable, Std. Remote 

25 TGs 


Head Stack Assy, Erase Full Tr., 1/4" 
Head Stack Assy, Erase, 1/2 Track, 1/4" 
Head Stack Assy, Erase, 2 Track, 1/4" 
Head Stack Assy, Erase, Qtr Tr., 1/4" 
Head Stack Assy, Erase, 3ch., 1/2" 

Head Stack Assy, Erase, 4 ch., 1/2" 

Head Stack Assy, Record, Full Tr., 1/4" 
Head Stack Assy, Record, 1/2 Track, 1/4" 
Head Stack Assy, Record, 2 Track, 1/4" 
Head Stack Assy, Record, Qtr. Track, 2 
Channel, 1/4" 

Head Stack Assy, Record, 3 Ch., 1/2" 
Head Stack Assy, Record, 4 Ch., 1/2" 
Head Stack Assy, Playback, Full Tr., 1/4" 
Head Stack Assy, Playback, 1/2 Tr., 1/4" 


Head Stack Assy, Playback, 2 Tr., 2 Ch., 1/4" 


Head Stack Assy, Playback, 2 Ch., Qtr., 
Track, 1/4" 

Head Stack Assy, Playback, 3 Ch., 

Head Stack Assy, Playback, 4 Tr., 1/2" 


K111 Cable Assy 


105. 
105. 
105. 
240, 
268. 

$5. 
105. 
105, 
105. 


240. 
268. 

85. 
105. 
105. 
105. 


240. 
268. 


Il, 


.00 
. 60 
. 60 
.90 
. 80 
. 60 
sme 
. 50 


.00 
.00 
. 00 
.00 
. 00 
. 00 


. 00 


00 
00 
00 
00 
00 
00 
00 
00 
00 


00 
00 
00 
00 
00 
00 


00 
00 


60 
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Part Number 


502400001 
502400100 
502400100-01 
502400101 
502400102 
502400200 
502400200-01 
502400200-10 
502400300 
502400300-01 
502400400 
502400400-01 
502400400-10 
502400400-11 
502400500 
502400600 
502400800 
502400802 
502402000 
502402002 
502403000 


502403001 
502403002 
502403003 


502404000 
502500000 
502500000-01 


502500000-02 
502500100 -02 
502500200 

502500200-01 
502500200-03 


502600100 
502600200 
502600300 
502700000 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Riser (Formica), 280 Console 

280 Console, Single Channel 

280 Console, Single Channel, Old Style 
Housing, Electronic, Single Channel 
Cap (Formica) 280 Console 

280 Console, 2 Channel 

280 Console, with 7" Electronic Space 
280 Console, 2 Channel, Dolby Modified 
280 Console, 3 Channel 

280 Console, 3 Channel, Old Style 

280 Console, 4 Channel 

280 Console, 4 Channel, Old Style 

280 Console, 4 Channel, Dolby Modified 


280 Console, with two 7'' Amplifier Housings 


Console, SP/14, Single Channel 
Console, SP/14, 2 Channel 
Console, SP/14, 4 Channel 

3 Track Amplifier Housings, SP/14 
Caster Assy, 280 (4) 

Single Caster for Console 

MTG Brackets, 280 Transport, 

Set of two (2) 

280 Tilt Top Hardware 

280 Console Deck Frame, Less Hardware 
Pivot Bearings Assy, for Console 
(Transport Frame) set of two (2) 
MTG Brackets, 280 Electronics (2) 


Portable Carrying Cases, Transport 
& Electronics, Mono and 2 Track 
Portable Carrying Cases, Transport 
& Electronics, Three and Four Track 
Carrying Case Elec. & Transport 
Carrying Case Transport, 8 Track 
Carrying Case, Electronics, 2 Track 
Carrying Case, Electronics, 4 Track 
Carrying Case, Electronics, 3 Track 


280 Amplifier Pak 

280 Deck Pak 

280 Console Pak 

Accessory Head Storage Box 


$ 
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Part Number 


503010000-01 
503010000-02 
503010000-03 


503010000-04 


503010000-05 
50301G000-06 
503112000 
503140000-01 
503140000-02 
503400900 


504010000-01 
504010000-02 
504010000-03 
504010000-04 


504010100 
504010101 
504010101-01 
504010113 
504010200 


504010300-01 
504010300-01 


504010301-01 


504010302-01 
504010304-01 
504010305-02 
504010404-01 
504010405-01 
504010410-02 
504010411-02 
504010600 

504010700 


504011200-08 
504011200-12 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Head Assy, Playback only, Full Tr., 1/4" 
Head Assy, Playback only, 1/2 Tr., 1/4" 
Head Assy, Playback only, 2 Channel, 

2 Track, 1/4" 

Head Assy, Playback only, 

2 Channel, Qtr., Track, 1/4" 

Head Assy, 3 Channel, 1/2" 


Head Assy, Playback only, 4 Channel, 1/2" 


#275, 3 Watt PC Card 

Cable, Interconnecting, Mono (275) 
Cable, Interconnecting, 2 Tr. (275) 
Console, Model 275 


Head Assy, 8 Track 

Head Assy, 12 Track 

Head Assy, 1", 4 Channel 

Head Assembly, 4 Track, 1/2", Mtd. in 
1" Bridge 


Head Bridge Assy, 1" Less Scrape Filter 
Head Bridge Base, 284 

1" Tape Guide with Carbide Guides 

Bale Handle 

Head Platform Base Plate Assy, Less 
Scrape Filter 

ATL Scrape Filter, 1" 

Scrape Filter Assy, (Factory Repair, 
Customer to Supply) 

Scrape Filter Bracket 


Bronze Roller 

Bearing Spacer 

Retaining Collar 

Tape Lifter Post (284) 

Bracket, Microswitch 

Automatic Front Shield Connecting Plate 
Hinge Plate 

Front Shield 

Microswitch Assy 


8 Track Head Connector Cable Assy 
12 Track Head Connector Cable Assy 


$ 


Price 


165. 
195. 
193. 


195% 


310. 
360. 
85. 
30% 
64. 
260. 


1, 820. 
3, 100. 
1,600. 
1, O30, 


00 
00 
00 


00 


00 
00 
00 
00 
00 
00 


00 
00 
00 
00 


. 00 
.00 
. 46 
. 80 
«90 


50 
. 00 


oe 


50 
.90 
. 60 
~ 20 
.90 
. 80 
.00 
. 90 
» 00 


.00 
. 00 
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Part Number 


504030000 
504030101-01 
504030102 
504030103 
504030202 


504030300 
504030300-01 
504030301 
504030302-01 
504030400 


504030401-01 
504030403 
504050003 
504050100 
504050200 


504050200-01 


504050203 
504050204 
504050300 
504050301 
504050301-01 


504050400 
504050401 
504050500 


504050600 

504050600-08 
504050600- 10 
504050600-15 
504050600 -16 
504050600-37 


504050600-38 


504050600-39 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Reel Stabilizer Assy, 1’' Model 284 
Platform Assy 

Stabilizer Spacer 

Stabilizer Cap 

Stabilizer Shaft 


Guide Assy, 1" 

1" Convertible Guide Assy, New Style 
Guide Housing 

New Style Snubbing Post 

Adjustable Guide Assy, 1" to 1/2" 
Tension Post (Ref. 504160400) 

1/2"' Spacer, New Style 

Adjustable Guide Moving Segment 
Capstan Motor Cork Mount 

Pressure Roller Bearing Housing Assy 
Pressure Roller Assy, Complete with 
Shaft, Cap and Matched Bearings 

1" Pressure Roller Assy, with Matched 
Bearings. (Serv. Replacement) 


Pressure Roller Shaft 

Cap Spacer 

Pressure Roller Connecting Rod Assy 
Pressure Roller Actuating Arm (284) 
Pressure Roller Actuating Arm (284) 
Elinco Motor 

Pressure Roller, Arm Assy 

Pressure Roller, Arm (284), Anodized 
use 502050500 


Capstan Motor, Rebuilt/Exchange 
Capstan Motor, 60Hz, 15-30 ips 
Capstan Motor, 50Hz, 7-1/2 - 15 ips 
Capstan Motor, 60 Hz, 7-1/2 - 15 ips 
Capstan Motor, 50 Hz, 15 - 30 ips 
Capstan Motor Assy, Elinco, 60 Hz, 
15 - 30 ips 

Capstan Motor Assy, Elinco, 50 Hz, 
7-1/2 - 15 ips 

Capstan Motor Assy, Elinco, 60 Hz, 
7-1/2 - 15 ips 


NOTE: Exchange motor must be sent to Scully for evaluation. 


Price 


$ 210. 


00 


.00 
. 90 
.00 
. 90 


. 60 
.00 
79 
.00 
.00 


00 
. 00 


s20 


125, 
230. 
320. 
230. 
320. 
230. 


320. 


230. 


. 00 
.00 


. 00 


. 20 
. 80 
. 30 
. 20 
20 


90 
OU 


00 
00 
00 
00 
00 
00 


00 


00 
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Part Number 

504050600-41 
504050600 -43 
504060000-01 


504060000-02 
304060100 


504060600 
504060601 
504060602 
504060700 
504060801 
504070000 
504070001 
504070102 
504070201 
504070301 
504070302 
504070304 
5304070305 
504070306 
504070307 
504100000 
504100500 


504110000-01 
504110000-02 
504110000-03 
504110000-04 
§04110000=05 
504110000-06 
504110000-33 


504110104 
904110105 
504110106 
504110504-03 
504110504-04 
904110504-05 
504111500 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Capstan Motor Assy, Elinco, 50 Hz, 

15 - 30 ips 

Capstan Motor Assy, Elinco, 60 Hz, 
7-1/2 - 15 ips 

Torque Motor Assy, Complete with Brake 
and Reel Knob Assy 

Torque Motor Assy, Complete with Brake 
Torque Motor (284) 


Reel Table, Base Assy 

Reel Table Base, 284 

Reel Table, Cork 

Reel Knob Assy, 284 

Hub Adapter 

Tape Sensing Assy 

Top Bearing Housing 

Top Bearing Housing Shaft 
Sensing Post Roller 

Sensing Post Base 

Sensing Switch Actuator Collar 
Stop Collar 

Limit Stops 

Felt Bumper 

Microswitch Assy 

Power Supply, Model 284 (Regulated) 
Regulator Board 


Amplifier, (Sync/Master) 3-3/4 - 7-1/2 NAB 
Amplifier, (Sync/Master) 7-1/2 - 15 NAB 
Amplifier, (Sync/Master) 15 - 30 NAB 
Amplifier, (Sync/Master) 3-3/4 - 7-1/2 CCIR 
Amplifier, (Sync/Master) 7-1/2 - 15 CCIR 
Amplifier, (Sync/Master) 15 - 30 CCIR 
Amplifier, 15 - 30 NAB Sync, and S/M with 
A/B Features for 288 - 16B 


Front Panels, Sync/Master, 15 - 30 

Front Panel, Sync/Master, 7-1/2 - 15 

Mode Switch Separator Shield 

Click Suppression Kit, 4 Track Sync/Master 
Click Suppression Kit, 8 Track Sync/Master 
Click Suppression Kit, 12 Track Sync/Master 
Mode Select, Sync/Master Elect. 


Part Number 


504112000 


504140000-04 
504140000-08 
504140000-12 
504140000-17 
504140000- 22 


504140002-08 
504140002-12 


504160000 
504160101 
504160102 
504160103 
504160104 
504160105 
504160106 
504160201 
504160205 


504160205-01 


504160206 
504160208 
504160209 


504160300 
504160400 


504210000 


504210000-01 
504210100-02 


504210201 
504210302 
504212000 


504212000-01 


504212100 


SCULLY PARTS/PRICE LIST (Cont, ) 


Description 
Sync/Master Relay, P.C. Board 


Interconnecting Cable Assy, 4 Track 
Sync/Master 

Interconnecting Cable Assy, 8 Track 
Sync/Master 

Interconnecting Cable Assy, 12 Track 
Sync/Master 


use 504140000-22 

Sync Master Electronics Ext, Cable 
Bracket, Sync/Master, 8 Track 
Bracket, Sync/Master, 12 Track 


Tape Break Assy 

Arm, Tape Break 

Tension Post Guide 

Tension Post Shaft 

Tape Guide Spacer 

Tape Guide, Cap 

Cap, Tape Break Arm 

Bearing Housing Assy 

Airpot Crank 

Airpot Crank Assy with Airpot and Piston, 
(For Airpot Replacement, use 077011500) 
Crank Bushing 

Collar, Switch Actuating 

Tape Break Arm Piston, Copper Tube 
1-7/8" long 

284 Tape Break Stop Assy 

Adjustable Guid Assy, 1" 50-1/2" 

Tape Break Arm (Ref. 504030400) 
Sync/Master Control, 8 Track 

Deluxe Remote Control 

Deluxe Remote Control Wired, Less Case 

8 Track Sync/Master, Case Only 

ATL Defeat Pushbutton 

Extension Cable, Deluxe Remote Control, 
25 ft. (For Sync/Master, use 504212000-01) 
Extension Cable, Sync/Master Remote Control, 
25 ft. (Also requires 594212300 or 504222100) 


Extension Cable, 8 Track Sync/Master, 
25 ft. 


130, 


Page 


00 
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Part Number 


504220000 
504220201 
504220900 
504222100 


504230000-01 
504230000-02 
504 230000-04 


5042 40000-01 
504240000-02 
504240000-04 


504250000-01 
504250000-02 
504250000-04 


504260000-10 
504 260000-11 
504260000-12 
504260000- 13 


504400400 
504400800 
504400800-01 


504400800-02 


504400803 
504401200 
504403000 


504600200 
504600300 
504700000 
504820100 
504820100-01 
504820200 
504820300 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Sync/Master Control, 12 Track 

12 Track Sync/Master, Wooden Case only 
Interconnecting Cable, 12 Track 
Extension Cable, 12 Track, Sync/Master 
25 Tt. 


Head Stack Assy, Erase 8 Track 

Head Stack Assy, Erase, 12 Track 
Erase Stack Assy, 4 Track, 1/2" 

MTG in 1" Bridge 

Head Stack Assy, Record, 8 Track 

Head Stack Assy, Record, 12 Track 
Record Stack Assy, 4 Track, 1/2" MTG. 
in 1" Bridge 

Head Stack Assy, Playback, 8 Track 
Head Stack Assy, Playback, 12 Track 
Playback Stack Assy, 4 Track, 1/2" Mtg. 
in 1" Bridge 

Index Master with Tilt Stand, 30 ft. Cable 
and Retrofit Kit D (280, 284) 

Index Master with Tilt Stand, 30 ft. Cable 
and Retrofit Kit E (280, 284) 

Retrofit Kit D only. (Less Index/Master 
and Cable) 

Retrofit Kit E only. (Less Index/Master 
and Cable) 

Console, 284, 4 Track 

Console, 284, 8 Track 

8 Track Transport Housing Only 

(With Back) 

8 Track Electronics Housing Only 

(With Back) 

Riser, 8 Track Console 

Console, 284, 12 Track 

Mtg. Brackets, 284 Transport 

(Set of four(4) ) 

284 Deck Pak 

284 Console Pak 

use 502700000 

Logic Card, B9,.1/2 Silver 

Logic Card, B8, Silver 

Logic Card, B7, 1/2 Blue 

Logic Card, B3, Gold 


Page 44 


Part Number 


504820400 
504820500-02 
504820500-04 
504820500-06 
504820600 


505010000-04 


505010000-08 
505010000-12 
505110000 


505110101 
505110103-01 
505111000 
505140000-04 


506010001 
506010800 
506110700 
508010000-01 


508010000 -02 
508010000-03 
508010000-05 


5080 10000-06 
508010000-07 
508010001 

508010100-08 


508010300-01 
508010404-01 
508011200-08 
508011200-12 


508011200-16 
508012000 


50801 2000-01 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Logic Card, BS Green 
Logic Card, B2, Red 
Logic Card, B4, Yellow 
Logic Card, B6, Blue 
Logic Card, Bl, Black 


1/2" 4 Track Playback Assy, Mtg. in 

1" Bridge 

Head Assy, Playback only, 8 Track, 1" 
Head Assy, Playback only, 12 Track, 1" 
Four Channel Playback Amplifier (274) 


Dress Strips 

use 502110103 

use 503112000 

Cable, 4 Track (274-4 Amp.) 


Head Cover (Plastic) 

Manual Tape Lifter Guide Assy, (260) 
Bias Card (260) 

1" 8 Track Complete Assy in 2" Head Bridge 
Head Bridge 

1". 12 Track Complete Assy in 2" 

2'' 16 Track Complete Assy (288-16B) 
Head Assy Playback only, 8 Track, 1" 
in 2 ' Head Bridge 

Head Assy, Playback only, 12 Track 
Head Assy, Playback only, 16 Track, 2" 
Head Cover, 288 

1" 8 Track Head Bridge Assy, Less 
Scrape Filter 

1" Scrape Filter for 288-16B 


Tape Lifter Post 


Head Cable Assy, 8 Track 

Head Cable Assy, 12 Track 

Head Cable Assy, 16 Track 

Conversion Kit Model 288-16B 2" to 1". 
Includes 12 Track Head Assy, Mounted 

in 2" Head Bridge 

Conversion Kit, Model 288-16B 2" to 1". In- 
cludes 12 Tr. Head Assy, mounted in 2" Head 
Bridge 


460. 


820. 
dy BU, 
1,000. 


Pa 
34, 
45. 
2, 360. 


3, 680, 


. 00 
00 
.00 
. 00 
.00 


00 


00 
00 
00 


. 00 


.00 


.90 
. 00 
. 00 
.00 


. 00 
. 00 
00 


. 00 
.00 
. 00 
. 00 
. 00 


ee) 


00 
00 
00 
00 


00 
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Part Number 


508030302-01 
508030400 
508030404 
508030502 


508050200 
508050312-01 


508050600-44 
508050600-47 


508060202 
508060500-01 
508061300-01 


508061302 
508070307 -01 


508100402-01 
508110005 
508120000-01 
508120200 
508140001 
508140200 
508160601 
508230000-01 


508230000-02 


508240000-01 
508240000-02 


508240000-03 


508250000-01 


508250000-02 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


1" Guide Spacer for Model 288-16 
2" Rotary Guide Assy 

2" Rotary Guide Spacer 

1" Rotary Guide Spacer 


2" Pressure Roller Complete 
.042 Shim, Split 


Capstan Motor Assy, 60Hz, 15-30 ips 
Capstan Motor Assy, 50Hz, 15-30 ips 


Brake Solenoid, Heat: Sink 

Brake Disc with Magnets Ring 

Reed Switch Housing Assy, Complete 

with Switch 

Reed Switch Housing Mtg. Block 

Motion Sense Microswitch Assy with Leads 


AC Toroid (#288) 

50 Pin Amp. Block (Modified) 
Relay Control Unit, 288-16B 
Relay Board 

Playback Head Connector Rracket 
Interconnecting Cable Assy 

1" Tape Break Arm Adapter 


Head Stack Assy, Erase 1" 8 Track in 
2" Head Bridge 

Head Stack Assy, Erase 1" 12 Track in 
2" Head Bridge 


Head Stack Assy, Record 1" 8 Track in 
2" Head Bridge 

Head Stack Assy, Record 1" 12 Track in 
2" Head Bridge 

Head Stack Assy, Record 2" 16 Track 
(288-16B) 


Head Stack Assy, Playback 1" 8 Track in 
2" Head Bridge 
Head Stack Assy, Playback 1" 12 Track in 
2'' Head Bridge 


40.00 
210.00 
88.00 
77.00 


75.00 
1.20 


280.00 
340. 00 


3. 29 
65.00 
42.00 


SAD 
6.50 


42.00 

5. 40 
1,028,00 
113.00 
64.00 
1,500.00 
40.00 
650. 00 


1,150.00 


610.00 
1,040.00 


1,330.00 


610.00 


1, 040. 00 
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Part Number 


508260000 
508260000-10 


508260000-11 
508260000-12 
508260000-13 
508269000- 14 
508261400 


508261500 
508261600 


508401200 
508403000 


508700000 
509030000 


509030200 
509110000-01 


509110000-02 
5091 10000-03 
509140000 


801660000 
901000000 
901000201 
901000202 
901000203 
901010400 
901010401 
901010402 
901010403 
901010404 
901010405 


SCULLY PARTS/PRICE LIST (Cont. ) 


Description 


Index Master with Tilt Stand 

Index Master with Tilt Stand, 30 ft. 
Cable, and Retrofit Kit A 

Index Master with Tilt Stand, 30 ft. 
Cable and Retrofit Kit B 

Index Master with Tilt Stand, 30 ft. 
Cable and Retrofit Kit C 

Retrofit kit A only, (Less Index Master 
and Cable) 

Retrofit Kit B, C only, (Less Index Master 
and Cable) 

Interconne cting Cable, Index Master, 
30 ft. 

J108 Cable Assy 

K119 Relay Cable Assy 


Console, 288-16B 

Transport Mtg. Frame including hinge 
plate and pins, all assoc. hardware 
(Model 288) 

Head Storage Case, Walnut, 1" - 2'' Heads 


TM Advance Head Platform 

(Less Head Assy) 

TM Idlers with Bezel 

Amplifier Assy, 7-1/2 - 15, NAB/CCIR 
Switchable 

Amplifier Assy, 7-1/2 - 15 NAB 
Amplifier Assy, 7-1/2 - 15 CCIR 
Interconnecting Cable, TM 


11C Cassette Alignment Tape in Cassette 
CC-8 Cartridge Conditioner 
Dress Cover 

Bottom Cover 

Deck (Tape Transport) 
Cartridge Holder Assy 
Cartridge Base 

Large Roller 

Spring Plate 

use 901010403 

Pressure Roller Assy 


Price 


$ 495, 
575. 


5/9. 
579. 
115; 
140, 

24. 


10. 
. 60 


11 


1,425, 
78. 
95. 

395, 


63. 
1, 200. 


1,000. 
1,000. 
. 00 


00 
00 


00 


00 


00 


00 


00 


40 


00 


00 


00 


00 


00 
00 


00 
00 


.00 
110. 
. 00 
.00 
. 00 
.00 
ay) 
75 
As) 


00 


.50 
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SCULLY PARTS/PRICE LIST (Cont. ) 


Part Number Description Price 
901010406 use 901010406-01 

901010406-01 Foil Sensor $ Lata 
901010407 Foil Sensor Bracket 79 
901010408 Plastic Bumpers .30 
901050601 Sleeve, Capstan 6.25 
901666000 Cassette Alignment Tape on Reel 45.00 
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